LAB SUPPLY & EQUIPMENT EXPO 


Sponsored by 



Fisher 

Scientific 


Monday, November 14 th 10AM-12PM 

Room 133 


Come check out the latest products and promotions our 
manufacturers have to offer!11 


The following manufacturers will be in attendance: 

Fisher Safety Fisher Chemical 

Barnstead/FLE Fisher Life Science 

Eppendorf Thermo Electron 

Brinkmann BD Biosciences 


Krispy Kreme Donuts!!! 
Fabulous DOOR PRIZES!!! 


Farak email PRR 001943 



